Urban  Sanitary  District  of 

BRAMPTON  AND  WALTON. 


Annual  Report  for  i910. 


General  and  Vital  Statistics. 


Area  in  Acres  : 

Land,  10,102  acres.  Water,  31  acres.  Total,  10,133. 


Census  1891.  Census  1901.  Estimated  1910. 

Population  ? ...  2,698  ...  3,130 

Inhabited  Houses  ? ...  5^1  ...  658 

New  Houses  erected  during  the  year,  21. 

RATEABLE  VALUE  (New  District)  £15,552  3s.  Od. 

ASSESSABLE  VALUE  (New  District)  £7,762  12s.  6d. 

General  District  Rate,  1/3  in  the  £. 

Poor  Rate,  3/9  in  the  £. 


Birth  Rate,  18  2. 

Infantile  Mortality,  105 

Death  Rate  from  all  causes,  10  2. 

Death  Rate  from  Epidemic  diseases,  0*3. 

Death  Rate  from  Enteric  Fever  and  Diarrhoea,  nil. 
Death  Rate  from  Phthisis,  0*9. 


CHESTERFIELD  : 
Broomhead  Bros.,  Packers’  Row. 
1911. 


Annual  Report  for  1910. 


Gentlemen, 

I have  pleasure  in  presenting  my  nineteenth 
Annual  Report  on  the  health  of  your  District. 

Twenty-one  houses  have  been  erected  during 
the  year.  One  old  house  has  been  demolished  and 
replaced  by  a new  one,  and  one  house  has  been  closed 
as  unfit  for  human  habitation.  The  housing  accommo- 
dation may  be  said  to  be  adequate  to  the  requirements. 
Such  houses  as  have  been  erected  have  not  been  built 
to  meet  the  needs  of  our  own  population,  but,  for  the 
most  part,  to  provide  residences  for  people  whose 
business  occupation  lies  in  Chesterfield.  The  recent 
extension  of  the  Borough  has  deprived  us  of  most  of 
this  property.  No  doubt  history  will  repeat  itself,  and 
we  shall  shortly  see  houses  springing  up  outside  the 
new  boundary  for  the  benefit  of  those  who  prefer 
suburban  life  with  its  attendant  healthiness  and  cheaper 
rates  In  the  absence  of  factories  and  workshops  this 
seems  to  be  the  only  way  of  materially  increasing  the 
population  and  influence  of  your  district. 

I estimate  the  population  at  the  middle  of  1910 
to  have  been  3130,  and  this  figure  I have  adopted  in 
calculating  the  birth  and  death  rates. 
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Births  and  Deaths. 

During  the  year  there  were  registered  57  births 
— 35  boys  and  22  girls,  giving  a birth-rate  of  18*2  per 
thousand — practically  the  same  as  last  year.  Two  of 
the  births  were  illegitimate. 

Thirty-two  deaths  were  registered.  Of  these  21 
were  males  and  11  females.  This  gives  an  annual 
death-rate  of  10*2  per  thousand,  against  14-6  in  the 
previous  year.  So  far  as  I know,  no  correction  requires 
to  be  made  for  deaths  ol  residents  occurring  in  Public 
Institutions  outside  the  district.  In  fairness  it  should 
be  noted  that  for  that  part  of  your  area  which  has  been 
absorbed  by  the  Borough,  no  births  nor  deaths  are 
included  in  the  returns  since  gth  November. 

The  ages  at  which  death  took  place  range  from 
15  minutes  to  88  years,  and  it  is  interesting  to  note 
that  exactly  half  of  the  total  deaths  occurred  at  or  over 
the  age  of  65  years. 

Infantile  Mortality. 

Six  deaths  have  occurred  of  children  under  the 
age  of  one  year.  The  causes  of  these  deaths  were  as 
follows  : 

Debility  and  premature  birth  ...  3 

Bronchitis  i 

Tubercalous  Enteritis  ...  ...  i 

Whooping  Cough  i 

The  rate  of  infantile  mortality  is  therefore  105 
per  thousand  births,  compared  with  70  last  year,  and 
an  average  of  103  for  the  past  ten  years.  The  Notifica- 
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tion  of  Births  Act,  1907,  has  not  been  adopted,  and  in 
iny  opinion  would  not  be  of  much  use  if  it  were.  No 
illegitimate  child  died'. 

Water  Supply. 

There  is  little  to  add  under  this  head.  As  you 
are  aware,  your  District  enjoys  a Public  Water  Supply 
throughout  its  greater  part.  A few  more  houses  have 
been  connected  up  during  the  year,  and  efforts  will 
continue  to  be  made  to  increase  the  number.  Wells, 
particularly  when  near  dwellings  and  outhouses,  are 
unsatisfactory  from  their  liability  to  accidental  con- 
tamination. 


Dairies  and  Cowsheds. 

There  are  now  46  names  on  the  Register. 
Three  have  been  absorbed  by  the  Borough  extension. 
Ninety-three  visits  of  inspection  have  been  made.  I 
think  I can  say  there  is  a gradual  improvement  in  the 
condition  of  these  places,  but  there  is  still  much  to  do. 
The  question  of  how  much  cubic  space  per  cow,  is  a 
difficult  one.  In  old  cow-sheds  there  are  often 
mitigating  circumstances  which  should  be  taken  into 
consideration,  such  as  unintentional  ventilation  through 
defective  structure  ; the  house  being  partly  open  at  one 
side,  and  thus  communicating  with  another  building  ; 
the  chamber  floor  above  being  incomplete  or  wholly 
absent  and  open  to  the  roof,  etc.  It  appears  to  me 
the  more  rational  plan  would  be  to  judge  each  cow- 
house on  its  merits,  and  a good  way  would  be  to  have 
a tin  plate  affixed  on  the  inside  of  the  cow-house  door. 
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and  stamped  with  a number  indicating  the  maximum 
number  of  cows  allowed.  Any  case  of  overcrowding 
would  then  be  self-evident  on  inspection. 

In  July  you  purchased  three  sets  of  spraying 
apparatus.  Unfortunately  they  came  too  late  to  be 
used  for  the  autumn  lime-washing,  but  I expect  they 
will  prove  very  helpful  in  the  spring,  particularly  in 
those  cow-houses  that  are  open  to  the  roof.  The 
intention  is  to  keep  one  in  each  division  of  the  District, 
and  to  let  it  out  to  farmers  free  of  charge. 

For  further  improvement  in  the  condition  of  the 
milk  supply  I look  to  increasing  public  interest  in  the 
question  ; the  registration  of  all  cow  keepers,  with 
special  attention  to  those  who  sell  milk  ; co-operative 
dairy  farming,  with  veterinary  inspection  ; and  the 
better  education  of  the  farmer. 

51au§;hter  = houses. 

There  are  lour  slaughter-houses  on  the  Register. 
They  have  been  visited  by  your  Inspector  and  myself. 
One  at  Walton  drained  into  a cess-pool  which  also 
received  sewage  from  the  neighbouring  premises.  The 
cess-pool  occasionally  overflowed  into  an  adjoining 
field,  creating  a nuisance.  A separate  cesspool  was 
constructed  for  the  slaughter-house,  and  several  other 
improvements  were  effected  at  the  same  time  with 
satisfactory  results. 

Not  only  have  the  premises  been  inspected,  but 
visits  have  been  made  on  slaughtering  days  for  the 
purpose  of  examining  the  carcases.  No  meat  of  an 
unsound  nature  was  discovered. 
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5ewag:e  and  Drainage. 

The  defect  in  the  sewer  at  Cutthorpe,  mentioned 
in  my  last  Annnal  Report,  has  been  remedied.  It  was 
found  that  the  sewer  was  almost  entirely  filled  up  with 
mud  washed  in  by  the  rains.  It  was  cleared  out,  and 
the  result  has  been  satisfactory,  but  this  cleansing 
process  should  be  carried  out  at  least  every  year  in 
that  particular  length  which  has  an  insufficient  fall. 

Complaint  was  made  to  me  by  a fisherman  as 
to  the  objectionable  nature  of  the  bed  of  the  river 
below  the  Sewage  works  at  Holymoorside.  On  inspec- 
tion I found  reason  to  believe  that  at  times,  through 
the  inattention  of  the  man  in  charge,  the  sewage  had 
been  allowed  to  flow  directly  into  the  river.  It  is  also 
stated  that  there  is  occasionally  interference  on  the 
part  of  the  old  caretaker,  who  is  still  allowed  to  keep 
fowls  on  the  beds.  Stricter  attention  should  be  paid 
to  this  work.  The  duties  should  be  placed  in  the 
hands  of  a responsible  person,  and  no  interference 
permitted.  The  fowls  would  be  better  elsewhere. 
They  scratch  up  the  beds  and  render  the  place  untidy. 
The  effluent  has  been  examined  three  times  during  the 
year,  and  found  to  be  satisfactory. 

At  Henpark  the  difficulty  with  regard  to  the 
sewage,  which  ultimately  found  its  way  into  the 
reservoir  at  Linacre,  has  been  solved  in  the  way  I 
indicated  in  my  last  Annual  Report.  The  Chester- 
field Water  Authorities  piped  the  good  water  from 
above  the  trough,  and  we  dealt  with  the  sewage 
separately,  diverting  it  to  the  other  water-shed.  The 
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sewer  passes  behind  the  policeman’s  house,  receiving 
its  sewage,  then  underground  for  about  200  yards, 
emerging  near  a small  cattle-pond.  In  the  summer  it 
was  impossible  to  obtain  a sample  of  this  water,  as  the 
pond  was  practically  dried  up.  Recently  I procured  a 
sample,  and  on  examination  found  no  trace  of 
sewage.  These  examinations  must  be  repeated,  and 
if  necessary  a small  Purifying  Plant  must  be  put  down. 

Last  year  and  the  year  before  i reported  on  the 
condition  of  the  sewer  and  sewage  at  Wadshelf. 
'J'here  was  reason  to  believe  that  percolations  from  the 
stone-walled  sewer  found  their  way  into  the  drinking 
trough  which  provides  a v/ater  supply  to  part  of  the 
village.  This  old  drain  has  been  taken  up  and  re- 
placed by  a glazed  earthenware  sewer  with  cemented 
joints.  So  far  this  is  satisfactory  ; but  the  sewage  will 
require  some  treatment.  Although  very  dilute  and 
comparatively  inoffensive,  it  is  objectionable  from  the 
fact  that  it  constitutes  the  source  of  the  stream  which 
flows  to  Brookside. 

At  Walton  there  is  a row  of  cottages  where  the 
sanitary  arrangements  are  not  all  that  could  be  desired. 
There  is  insufficient  space  behind  the  houses  for  satis- 
factory privies,  and  to  put  them  in  front  of  the  houses 
near  the  road  is  highly  objectionable.  On  the  other  side 
of  the  road  lower  down  in  the  hill,  there  is  an  old  well 
which  was  never  really  used,  as  it  communicated  with 
worked  coal  beds  and  would  not  hold  water.  Your 
Inspector  has  suggested  that  it  might  be  possible  to 
drain  these  cottages  into  this  old  well,  and  have  water- 
closets  in  place  of  privies. 
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Three  ventilating  shafts  have  been  purchased 
for  the  sewer  at  Holymoorside.  They  will  replace 
open  street  gratings. 

House  Refuse. 

This  problem  has  now  been  dealt  with  satis- 
factorily. The  scavenging  and  excrement  disposal  is 
now  done  at  the  public  expense  throughout  the  whole 
District,  for  anyone  who  chooses  to  make  application. 
A contractor  has  been  appointed  for  each  Ward,  and 
handbills  have  been  distributed  giving  the  necessary 
instructions. 


Excrement  Disposal. 

In  a District  like  ours,  which  is  in  great  measure 
rural,  there  will  always  be  a large  number  of  privies. 
All  new  houses  erected  within  recent  years  have  been 
provided  with  water-closets,  but  most  of  these  houses 
have  now  been  absorbed  into  the  extended  Borough. 
In  those  parts  of  our  District  where  there  is  an  abund- 
ant water  supply,  and  where  there  is  a sewage  disposal 
plant,  it  should  be  our  endeavour  to  convert  the  privies 
into  water-closets.  In  this  connection  it  should  be 
stated  that  you  adopted  certain  Parts  and  Sections  of 
the  Public  Health  Acts  Amendment  Act,  igoy.  The 
necessary  formalities  were  complied  with,  and  applica- 
tion made  to  the  Local  Government  Board  in  Septem- 
ber last  ; but  so  far  nothing  further  than  a formal 
acknowledgment  has  been  received.  When  this  Act 
comes  into  force,  a scheme  for  the  conversion  ol  privies 
into  water-closets  will  be  prepared  and  submitted  to 
you. 
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Public  Schools. 

The  School  inspection  work  has  been  continued. 
The  work  is  limited  to  the  examination  of  children 
entering  school  for  the  first  time,  to  those  leaving 
school,  and  to  special  cases.  Altogether  103  children 
have  been  examined,  89  in  the  ordinary  course,  and  14 
specially.  The  defects  were  as  follows  ; 


Verminous ...  ...  7 

Skin  Disease  ...  ...  ...  i 

Defective  Vision  ...  ...  ...  15 

Defective  Hearing  ...  ...  i 

Nasal  Obstruction...  ...  >..  9 

Heart  Disease  ...  ...  ...  i 

Deformities  ...  ...  ...  2 

Dull  and  backward  ...  ...  6 


The  school  premises  have  also  been  examined, 
and  these  are  my  observations  on  each  School. 

H OLYMOORSiDE.  This  School  is  in  a very  satis- 
factory condition.  It  is  a pity  that  the  recent  altera- 
tions have  not  improved  the  acoustic  properties  of  the 
large  room.  The  pronounced  echo  makes  teaching 
exhausting,  and  acute  hearing  difficult.  Hanging 
projecting  flags  near  the  roof  might  be  worth  trying. 

CuTTHORPE.  The  privies  should  be  converted 
into  water-closets.  The  playground  should  be  ash- 
phalted,  and  a shelter  should  be  provided  for  use  in 
wet  weather.  There  should  be  a separate  cloak-room 
for  the  girls. 

Old  Brampton  and  Wadshelf.  The  ventila- 
tion is  unsatisfactory.  Hopper  windows  should  be 
provided,  and  the  open  fire  should  be  used  as  well  as 
the  hot  water  system  for  heating  purposes. 
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Walton.  The  smoky  chimney  complained  of 
in  my  last  Report  has  been  remedied.  The  well  which 
provides  the  School  with  water  is  somewhat  unsatis- 
factory. It  is  placed  near  the  entrance,  and  the  stone 
which  covers  it  is  at  a lower  level  than  the  surrounding 
ground.  The  gully  which  receives  the  waste  water 
from  the  lavatory  basin  is  quite  near,  and  sometimes 
overflows.  The  result  is  that  the  stone-covered  mouth 
of  the  well  is  often  under  water,  and  some  of  this  must 
find  its  way  through.  The  gully  should  be  altered  to 
prevent  overflow,  and  the  surface  of  the  well  should  be 
raised.  A better  plan  would  be  to  discontinue  the  use 
of  this  well,  and  take  the  public  pipe  supply  which 
passes  quite  near.  It  might  then  be  possible  to 
convert  the  privies  into  water-closets. 

The  School  at  Holymoorside  was  closed  on 
account  of  an  epidemic  of  Measles  on  the  30th  May. 
The  holidays  began  on  the  27th  June,  and  when  re- 
opening took  place  on  the  25th  July,  all  trace  of  the 
complaint  had  disappeared. 

Factories  and  Workshops. 

There  are  18  names  on  the  Register.  The  most 
important — London  Pottery — has  now  been  absorbed 
into  the  extended  Borough.  About  half  the  others  are 
clay-pits  or  quarries.  The  remainder  are  in  a very 
small  way,  and  call  for  no  special  remark. 

Infectious  Diseases. 

Twenty-two  cases  of  notifiable  infectious 


diseases  were  reported  during  the  year.  They  were  : 

Diphtheria  ...  ...  ...  12 

Scarlatina...  ...  ...  ...  10 

All  the  diphtheritic  cases  occurred  at  the  Children’s 
Home,  in  Ashgate  Road.  All  were  very  mild  cases  — 
indeed  it  is  not  too  much  to  say  that  the  cases  would 
never  have  been  recognised  as  diphtheritic,  but  for 
modern  bacteriological  methods  of  diagnosis.  There 
were  a few  suspicious  throats  ; swabs  were  taken  and 
12  were  found  positive.  These  cases  were  isolated  and 
treated  by  the  Medical  Officer  of  the  Institution,  and 
were  soon  alright. 

One  case  of  Scarlatina  also  occurred  in  this 
Institution.  The  patient  was  removed  to  Hospital. 
The  Children’s  Home  has  usually  swelled  the  number 
of  our  infectious  cases,  as  in  most  years  there  has  been 
an  outbreak  of  some  sort,  but  it  will  trouble  us  no  more 
in  this  way,  as  now  included  in  the  Borough. 

Of  the  other  nine  cases  of  Scarlatina  5 were  re- 
moved to  Hospital.  Two  were  domestic  servants. 
One  lived  at  Old  Brampton  Post  Office,  and  two  were 
children  on  a visit.  The  houses  in  each  case  were 
disinfected  by  your  Inspector,  the  method  employed 
being  fumigation  by  burning  sulphur.  The  clothes, 
bedding,  etc.,  were  disinfected  in  the  Public  Steam 
Disinfector.  There  were  no  return  cases. 

In  my  Report  for  igo8,  and  at  the  Extension 
Inquiry,  I called  attention  to  the  serious  disadvantage 
resulting  from  the  exclusion  of  diphtheritic  cases  from 
the  Infectious  Hospital.  Provision  has  now  been 
made  for  the  admission  of  patients  suffering  from  this 
complaint. 


In  accordance  with  an  Order  of  the  Local 
Government  Board,  which  I brought  to  your  notice  in 
the  autumn,  you  decided  to  provide  a gratuitous 
supply  of  diphtheria  anti-toxin  where  needed.  Circular 
letters  have  been  sent  to  all  the  Doctors  practising,  or 
likely  to  practise,  in  your  District,  acquainting  them  of 
this  provision. 

The  outbreak  of  Measles  at  Holymoorside  has 
already  been  mentioned.  In  addition,  there  were  a 
few  cases  of  Whooping  Cough,  chiefly  at  Cutthorpe. 

Tuberculous  Diseases. 

There  have  been  three  deaths  from  Phthisis. 
One  was  a chronic  case,  the  patient  dying  at  the  age 
of  53.  The  second  was  a farm  labourer,  who  was  ill 
when  he  came  to  work  here,  and  the  third  occurred 
close  to  the  Borough  boundary. 

The  only  other  death  from  Tuberculous  disease 
was  that  of  an  infant  who  died  from  Tuberculous 
Enteritis.  The  death-rate  from  Phthisis  is  0*9,  and 
from  other  Tuberculous  disease  0*3. 

Now  that  the  infectious  nature  of  these  com- 
plaints is  better  understood,  much  may  be  done  by  the 
adoption  of  proper  precautions  to  prevent  their  spread. 
I would  suggest  that  you  follow  the  example  of  the 
Borough  authorities,  and  include  Phthisis  in  the  list  of 
notifiable  infectious  diseases.  Visits  would  then  be 
paid  to  the  homes  of  the  patients,  and  instructions 
given  as  to  the  use  of  sputum  pots,  the  advantages  of 
fresh  air  and  sunlight,  and  the  necessity  for  isolation^ 
particularly  in  bedrooms. 
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Housing  and  Town  Planning. 

The  work  of  systematic  house  inspection 
required  by  the  Act,  has  now  been  organised.  The 
necessary  books  have  now  been  obtained,  and  a start 
has  been  made.  Each  month  a record  of  the  work 
will  be  laid  before  you.  The  plan  is  an  excellent  one 
for  insuring  that  every  dwelling  house  comes  periodic- 
ally under  observation.  The  immediate  need  for  this 
work  in  your  District  is  not  so  pressing,  as  it  is  only 
quite  recently  that  your  Inspector  completed  a sanitary 
survey  of  every  house. 

The  year  shows  a very  creditable  record  of 
sanitary  work.  The  general  health  of  the  District  is 
good,  and  we  are  at  present  free  from  infectious  com- 
plaints. 

The  event  of  the  year  has,  of  course,  been  the 
Extension  oi  the  Borough  of  Chesterfield.  It  seems 
hardly  worth  while  to  attempt  to  estimate  the  new 
population,  or  calculate  the  present  area.  The  census 
to  be  taken  in  April  will  furnish  us  with  reliable 
figures. 

The  further  sanitary  requirements  of  your 
District  are  : 

1.  The  better  supervision  of  the  Sewage  Plan 

at  Holymoorside. 

2.  Some  provision  for  dealing  with  the  Wadehelf 

sewage. 

3.  The  conversion  of  as  many  privies  as  possible 

to  water-closets. 


14 


Appended  are  the  usual  Tables,  also  your 
Inspector’s  Report,  giving  a summary  of  the  work  he 
has  accomplished  during  the  year. 

I am. 

Gentlemen, 

Your  obedient  servant, 

JAMES  A.  GOODFELLOVV. 


25th  Jan.,  igii. 
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REPORT  BY  THE  SANITARY  INSPECTOR. 


Gentlemen, 

Twenty-one  new  houses  have  been  certified 
during  the  year.  Of  these  14  have  been  absorbed- 
by  the  Extended  Borough. 

The  number  of  milk  sellers  on  the  register  is  46, 
Two  new  cow-houses  have  been  erected  during  the 
year. 

In  my  last  Report  I suggested  the  advisability 
of  providing  suitable  lime-washers  to  meet  the 
difficulty  farmers  experience  in  washing  the  tops.  1 
received  your  instructions  to  provide  three  machines, 
one  to  be  located  in  each  part  of  the  District.  These 
have  been  obtained,  and  one  has  been  tried  with 
satisfactory  results.  I think  you  should  fix  the  con- 
ditions on  which  the  machines  will  be  let  out.  They 
could  then  be  made  known. 

The  sanitary  improvements  carried  out  are 
shown  in  the  annexed  Report. 

The  following  is  a summary  of  the  Inspections 
made  during  the  year  : 
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Works  in  progress  ....  ....  128 

Slaughterhouses  ....  ....  24 

Workshops  ....  ....  ....  6 

Infectious  Diseases  ....  ....  9 

Houses  disinfected  ....  ....  9 

Public  Schools  ....  ....  4 

Second  visits  ....  ....  ....  25 

Other  visits  ....  ....  ....  46 

Dairies  and  Cowsheds  ....  93 

Offensive  Accumulations  ....  4 


Total  visits  ....  ....  348 

I am, 

Gentlemen, 

Your  obedient  servant, 

WILLIAM  J.  NICHOLLS. 


25th  Jan.,  191 1. 


TABLE  1.— Vital  Statistics  of  the  Brampton  and  Walton  District  during  1910,  and  previous  years. 
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1910 

Area  of  District  in  acres,  (exclusive  of  area  covered  by  water),  10,102.  Total  population  at  all  ages  at  Census  of  1901,  2698. 
Number  of  inhabited  houses  at  Census  of  1901,  541.  Average  Number  of  persons  per  house  at  Census  of  1901,  4-9. 
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TABLE  III. 


Cases  of  Infectious  Disease  notified  during  the  year  1910,  in 
the  Brampton  and  Walton  Urban  District. 


Notifiable  Disease. 

Diphtheria  (including  Membran- 

At  all  ages. 

I to  5. 

5 to  15, 

15  to  25. 

ous  croup)  ... 

12 

— 

I I 

I 

Scarlet  Fever 

lO 

2 

5 

3 

Totals 

22 

2 

16 

4 

Isolation  Hospital — Penmore  Hospital. 


TABLE  lY. 

Causes  of,  and  Ages  at,  Death  during  year  1910. 
Brampton  and  Walton  Urban  District. 


Causes  of  Death. 

Whooping  Cough 

Phthisis,  (Pulmonary  Tuber- 
culosis) 

Other  tuberculous  diseases 
Cancer,  malignant  disease 
Bronchitis... 

Pneumonia 
Heart  Disease 
All  other  causes  ... 
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FORM  Y. 


Infantile  Mortality  during  the  year  1910,  in  the  Brampton 

and  Walton  Urban  District. 


All  Causes — 

Certified 

Uncertified 


Total 

Deaths 

Total  under 

Under  under  i — 2 3 — 4 5—6  10 — ii  One 

1 week.  I month,  months,  months,  months,  months,  year. 


5 

I 


Common  Infectious  Diseases 

Whooping  Cough  — 

Wasting  Diseases— 

Congenital  Defects — 

Atrophy,  Debility 
Marasmus  i 

Tuberculous  Diseases— 

Other  Tuberculous 
Diseases  ...  — 

Other  Causes— 

Bronchitis  ...  — 


Population  estimated  to  middle  of  1910,  3130. 

Births  in  the  year — Legitimate,  55  ; Illegitimate,  2. 

Deaths  in  the  year — Legitimate  infants  6 ; Illegitimate  infants,  o. 
Deaths  from  all  Causes  at  all  Ages,  32. 
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BRAMPTON  AND  WALTON  SANITARY  DISTRICT. 


Name  of  Inspector  ; William  John  Nicholls. 


Area  of  District,  10,133.  Estimated  No.  of  Houses,  658. 

New  Houses  Erected  during  igio,  21. 


Informal 
Notices 
served  by 
Sanitary 

Legal  Notices 
served  by 
Local 

Nuisances 

Inspector, 

Authority. 

Abated. 

DWELLING  HOUSES— 

Repaired 

2 

— 

2 

Closed  as  Unfit  for  Habitation  . 

« • 

I 

I 

Infected  Houses  Disinfected 

• ♦ » 

— 

9 

DRAINAGE— 

No  Disconnection  of  Waste  Pipe 

...  2 

— 

2 

Defective  Traps,  Inlets,  and  Drai 

ns  8 

— 

7 . 

Drains  Obstructed  ... 

. 6 

— 

6 

CLOSETS  AND  ASHPITS— 

Insanitary  Privies  and  Ashpits 

...  8 

— 

8 

Conversion  of  Privies  into  W.C.’: 

3 

— 

I 

OTHER  DEFECTS— 

Eaves-Spouts  and  Down-Spouts 

...  2 

— ■ . 

2 

Offensive  Accumulations  ... 

. . . 2 

— 

2 

Totals 

...  30 

I 

40 

No.  on 

Inspections 

Notices 

Register. 

made. 

Served. 

Dairies,  Cowsheds,  and  Milkshops 

. . . 4^ 

93  only  informal 

Bakehouses,  ordinary  cottage 

...  I 

— 

— 

Slaughterhouses 

•••  5 

24 

I 

Totals 

...  52 

II7 

I 

Action  taken  by  Inspector  against  spread  of  Infectious  Disease  : 
Printed  instructions  and  disinfectants  supplied  and  houses  dis- 
infected by  fumigation  with  sulphur. 


